'HftfH EEMUA Code for Design and Construction of IPG Bullet Tank 


QAS TANKS 


LPG bullet tank are designed and constructed as per EEMUA code. 
LPG Bullet tank volume ranges from 500 M3 to 20000 M3. 
Pressure: 17.16 Bar 

Application: Mechanical, Civil, Piping, Instrumentation and Electrical. 


We also offer 

• LPG Mounded vessels tank 

• Propylene bullets tank 

• LPG & Propylene mounded storage facilities 

• Anhydrous Ammonia bullet tank 

• Propane bullet tank 


Benefits of LPG Bullet Tank 

^ General reliability 

^ Non-contact level gauging 

^ High accuracy 

^ No maintenance 


For More Details about 
EEMUA Code for Design and Construction 

Of 

LPG Bullet Tank 
Visit this website: www.lpgbullets.com 
Kindly click to above link. 
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